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2,40 (b)(£S REPEAT 

ATTENOING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EJiHI&ITQRS). 

(b) Each dealer or exhibilar giiall establish aixl maintain programs ol adequate 'ifeterinar> care that include: 
{ 2 } The use oF appropriate melfidds to prevortt, controL di^nd&s, ond treat diseasa^ and nniunias^ and IFm 
availabjiir^ of emergency, weekend, and holiday care; 

One dF Ihe guinea pfgs has hair loss and active looking lasrons on its back. These lesions conllnue to bo red 
and scabby. This gyiniea pig is not curr^snitly reciewing ireatment. The previous report required the guinea pig lo 
be evaluated by the veterinarian by The records indicaje thal the veterinarian visited the leoility and 

evaluated the animal on i6lF£'7'£0t3r TTie licensee slated that Ihe veterinarian recommended a one tiirie dose oF 
ivermectin and iltai the condition nactJerJ raseaioh tri determine a plan oF oare. The madirsation was given tyjt 
the condition continues and there have been no additional discussions of the condition ibetween ihe veterinarian 
and the licensee. 

Contacl the veterinarian and tJevelep a treelmeni plan for iFie guinea pig. 

3,ei REPEAT 

ENVlRONFvlENTENHANCEFdENTTO PROMOTE PSYCHOLOGICAL WELL-DEING. 

Dealers, eifhibilors. and research facilities must develop, document, and follow an appropriate plan lor 
environment enharicement edaqueta in promole the paychologicel well-being ol nonhuinan primaies. Tha plan 
must be in accordance wilh the currently accepted proFessionaJ slandards as cited in appropriate professional 
journals or referervoe guides, and as diredetj by the attending veterinarian. This plan must be made available to 
APHIS upon request, and. in the case ol research tacllities. to olFIclals ol any pnninent funding agency. 

The previous Irtspection repod required ari updated primate enrichment plan to be developed by the 
veterinarian. An updated plan was not available- 

Obtain a written program of enrichment for the primles which addresses iJieir psychological well-being and 
addregges the primate being housed atone. 
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3.1E5 (a) 

FACILITIES. t5ENERAL. 

(aj Sfiuclural strengih. The ladlity miot be consiructed of such material and of such strength as appropriate 
1 dr tha animala intvolvad. The indddr and ouldoor hdusin^ lacililiaa shall ba structurally sound and shall ba 
maintained in good repair to protect the animals from injury and to oontain the animate. 

The pen housing three llge^s has a plywood shelter. One side panel ol the shelter has detached and was found 
laying on |he prour^l- The ec^e of the bMrd has several nails sticking Ijp. The sharp ngilg Ofln easily injure the 
adintals in Ihis enclosure. 

Maintain the eficlbsure be provide a sale pleca lor the ertimals. 

Correct by ciose of business October 1 . 2013. 

3,125 m 

FACILITIES. <5ENERAL. 

(d) Waste disposal, Provision shall be made lot the removal and disposal of animal and food wastes, bedding, 
deed emmala, ireah end debris. DlapHisel fecilitiae shall be so provided and dpnreted as to minifnlze vermin 
rnlestation, odors, and disease hazards. The disposal facilities ard any disposal olanima) and food wastes, 
bedding, dead animals, trssb, and clebris chain comply with applicable Federal, Slate, and local laws and 
ragulallons relating to pollution control or the protection ol the erwlronment. 

The ertclosure housing ihfi adult black bears has a food bm at the edge ot the shelter ter the bears. The feed is 
laying around |he bin on the ground and has become very odorous- The rotten produce is piled up around the 
feed bin. The lack ol proper cleaning and removal el these wastes creates an unhealthy reeling area and 
contaminates any new food added. 

The shelter lor the bears needis lo be kept clean by removing waste as often as necessary to eliminate the odor. 
The wggie also attracts vermin and peats which may carry disease lhai can i'tcken the animals. 

Clean the area of the shelter for the bears and maintain a clean odor free area for the bears to rest. 

Correct by Close ol business October 1 . 2013 
3.129 (a) RE FEAT 

FEEDING. 

(all The food shall be wholesome, palatable, and free from oontaminatiofi and of sufficient quantity and 
nul/itive value tc malnLsin all animals in good heallh. The diet sfrell be prepared with cdnskleraticri fer Ihe age, 
species, condition, size, and type of Ihe animal Animals shaJi be fed at least once a tlay e>!cept as dictated by 
hibernafien. veter inory Ireatment, nanngl lasts, or other proFeggionally aoceptod practices. 
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The previous nepori nequined an updated mene oompnehertsiue feeding plan de odtainted for the big cals by 
3-'3Qi'2013 There was rid updaled plan available ler review. 

Obtain a oompratienaive big cat Feeding plan Irgm the velerinarfan 1g ensure prqrper nutrilign Igc Ibese animala- 


Inspection and e)cit inteview cor»ducted with owner. 

The wolves were dted in the previous report as being thin. The veterinarian inspected itte wolves on 8/t7/KJl3 
and modified tbe care plan to inplydg another worming mgdioelion. The wolvoe were treated and are purrently 
in good condition. 

The remainiiriQ issues cited in the previous reporl have been correcled. 


Prepared By; 

Title: 

Received By: 
Title; 


LORJ LINN, A C I 


LORI E LIMN, A C H USDA, APH IS, Animal Care 

ANIMAL CARE INSPECTOR Inspector 1060 


(b)(e), (b)(7)(c) 


Page S i 


Date: 

30 September £0 1 3 


Date: 

30 September £0 1 3 


Ilisp e Ction Rep olt EKplaliatioli: http : / /vnirw. iphis .us da. gov/ SLliimsLvrelf al-e / dovmlo ads /IR_E>5)lali3ttioli.p df 






